A 


“Accounted for Water,” 
Consumption Effects on. 
Ace Operator—An Editorial 
Acidity Control in Digesters................. 
Activated Sludge Diffuser Plate Clean- 
ing : 
Activated Sludge, ‘Effect of Sencengur 
Waste on isi lalibideaedensieaciliasaeibinktdiuatiinds 
Adjustments, Problems and Methods 
of Rate aati oo 
Advisory Water Pollution Control 
Board Named by President Tru- 


Industrial 


man ‘ : SRE 

Aerobic Treatmert of Rum Wastes... 

Agar, C. C., Heads N. Y. State Water 
Pollution Control Section 

Air Conditioning Counter Irritant 

Air conditioning Water Affects Sewers 

Air Power Found Ideal in Hydrant 
and Valve Manufacture, Com- 
pressed ; 

Alabama Water and Sewase Assn. 4th 
Annual Meeting 

Ala.-Miss. Section Holds First Anaual 
Convention 

Albright and Friel Move Offices 

Albright, Chester E., Dies 

Algae Control 

Algae Control at Danbury, Conn. 

Algae, Rate of Production of Oxygen 
by Freely Developing.... 

Allegheny County Completes Prelimi- 
nary Plans for Collection and 
Treatment System 

Allegheny County Sanitary Auten 
to Proceed : : 

Allis-Chalmers Co. Installs New Pump 
Test Floor 


American Standard, Price List of Feb. 


Amperometric Titration Apparatus for 
Determining Residual Chlorine in 
Water, Simplified . 

Amendment Offered to Public Law 845 

Ammonia-chlorine Treatment of 
Transmission Main ' 

Geologic Correlation and 
Hydrologic Interpretation of Wa- 
ter 

Analytical Methods: 

Dissolved Oxygen . 
Residua! Chlorine 
Total Hardness ' 

And What Now—“Mr. Chemist ?’- 
A Cartoon ; 

An Introduction to the Micro-Biologi- 
eal Utilization and Disposal of 
Wastes 


Annual Reports - 


Analyses, 


Sewage 


Alliance, Ohio ('48) Sept. 
Ann Arbor (’47)........... Feb. 
Buffalo, N. Y. (°47-’48) Aug. 
Cleveland, Ohio (’47) J an, 
Dist. of Columbia (’47-'48) ...Feb. 
Grand Rapids, Mich. (’47) Feb. 
Jackson, Mich. ('47-’48) .....Jan. 
K sha, Wis. (’48).......... Sept. 
Linden-Roselle, N. J. (’48-’49) )..Sept. 


Minneapolis-St. Paul, Minn. 


’47) Sane et : oe Feb. 
Oshkosh, Wis. (’48)........ Sept. 
Rochester, Mich. (48). Sept. 


Wats 


Allianee, Ohio (’48) soseesee ODE. 
A . Mass. (48) Sept. 
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(For Index to Reference and Data Material see May Issue, Page R-165) 


Augusta, Me. ('48) sept. 96A 
Detroit, Mich. ('47-'48) Sept. 96A 
Greenville, S. C. (’47-'48) Sept. 98A 
Hartford, Conn. (47) Sept. 96A 
Honolulu, T. H. (’47-’48) Sept. 94A 
Kenosha, Wis. (48) . 98A 
Lewiston, Idaho (’47-’48)..... . B6A 
Little Rock, Ark. (°47)................. . S2A 
Louisville, Ky., ('48)..... Pa aaa . 94A 
Pasadena, Calif. (’47-’48) . B86A 
Portland, Me. (’47)... aaa . 86A 
Portsmouth, Va. (’48).... 
Annual Reviews of 1948: 
Sewage 
Water 
An Ominous Devt 
An Unusual Water Service Policy 
Apparatus for Determining Residual 
Chlorine in Water, Simplified Am- 
perometric Titration 
A Public Relations Job Beinn 
“Are You Out, Mr. E. ?’’—Cartoon 
Arkansas Water and Sewage Confer- 
ence : , 
Arkansas Water ‘end Sewase Short 
School sania j eal 
A.S.C.E. Sanitary Engineering Di- 
vision Meeting in New York 
As It Should Be—A Plea Answered 
An Editorial ; 
A Slight Mistake—Cartoon 
A Standpipe Bites the Dust 
A “Super’s” Bad Dream—Cartoon 
A.S.W.W.A.’s Spring Meeting 
Automatic Control of Raw Sewage 
Chlorination 
A Workable Pollution Control Program 
for New York State 
A.W.W.A.: 
Board Actions = 
Chicago Convention 
Chicago Convention Technical Ses- 
sion 
Cooperates With Federal Agency 
General Sessions at Chicago 
Purification Division Report 
Technical Program 
A.W.W.A. Board Actions 
A.W.W.A. Co-operates With Federal 
Agency sadasaiadidmseibuideieg dona 
A.W.W.A. Purification Division 
A.W.W.A.’s Technical Program 


B 


Backwashing of Ion Exchangers 

Bacterial Diet for Sludge Digestion 
Bacteriological Ball, That : Feb. 
Bardwell, “‘Dick,”’ Appointed Engineer 

of Tests by C. & ELI. Ry. 

Barnes, Prof., to Advise Argentinian 

Govt. Mar. 

Beckett, “‘Dick,”” Dies After auto he 
cident el 

Billing and Collection ... 

Bio-Phage Nutrient Process of Sew- 
age Treatment ; 

Black, Dr. A. P., Heads Chem. Dept. 
of Florida University 

Book Reviews: 

Bibliography on Water and Sew- 
age Analysis (Weil, Murray & 
Reid) ioe Sept. 
Bulletin on Reservoir Sedimen- 
tation ; Feb. 96A 


Vol. 97, No. 1, Section 2 
*(Section 1 is the Jan. 1950 Magazine.) 


January, 1950 


Current Waterworks Practice 
(Maxwell) ‘ 

Drainage for Health i in the Carib- 
bean Area (Maggoon)... 

Financial Administration of Mu- 
nicipal Utilities (Tenner)............Apr. 

Illinois Reservoir Hydrology (Rob- 
erts & Buswell) ro Sept. 

Manometer Tables .. : ws... ePt. 

Nomograph (Levens) .. ....._ Mar. 

Public Health Engineering—Vol. 

I (Phelps) .... nieeiisinxeskinil ..Feb. 

Public Health in the World To- 
day asreasaee SOPs 

Public Health ow (Tobey). ..-2-. Sept. 

Public Water Supplies of Arkan- 
sas ae 

Rainfall and Runoff (Foster) 

Scientific and Technical Abbrevi- 
ations, Signs and Symbols (Zim- 
merman and Lavine).......... Feb. 

Sewerage and Sewage Treatment 
(Babbitt) .... ss ....Feb. 

Swimming Pool Gpevation (Klas- 
sen) ... ; ... Sept. 

The Nation's Health— “A Ten-Year 
Program (Ewing) wept. 

Valve Manual - ; 

Water Quality Criteria Potomac 
River Basin - or 

Boston Meeting of F.S.W.A. a Record- 

Breaker 

Break-Point Chlorination, Experience 

With . 

Britain’s Post-War Water Policy and 

Plans 

Brown, Herbert H., “Dies 


C 


Calendar, Unique, of Ill. Health Dept. 

Canadian Institute on Sewage and 
Sanitation, 15th Annual Conven- 
tion 2 : . 

Capacity of Streams, Pollution Load 

Capacity of Trasnmission Line Main- 
tained With Chlorine-Ammonia 

Carbon, “Bargain” 306 

Cartoons: 
And What Now, Mr. Chemist? 430 - 
Are You out, Mr. E. ’ 351 
A “Super’s” Bad Dream neta 485 
Clever Idea Apr. 104A 
Sewer Plant? . = 82 
Slight Mistake . ete ; 242 
Those Vortexes Again ; sa 384 
Wait Henry ' May 135A 
Worry About Sewer — pes 277 

Car Wash Rack, Sand and Guense 
Trap saab 487 

Cast Iron River Cuening Installed in 
Kankakee, IIl., 24-Inch 

Cast Iron That Bends 

Cathodic Protection Equipment 

Cathodic Protection Systems, Principal 
Requirements of 

Cavitation 

Charge Formulas for Industrial Wastes 
in Municipal Sewage, Special 

Chart Showing Relation Between Bar- 
rells in Any Oother Circular Con- 
tainers 

Chart to Determine heme in “Plot of 
Ground 

Checking Sewer Velocity. 








Chemicals Used on Water and Sewage 
Treatment 
Chemical Weed Killers 


Chemistry of Water Treatment: 


Part IV 
Part IV addenda 
Part V 

Chicago A.W.W.A. Convention a Rec- 
ord Breaker 

Chicago’s South Distr. Filtration 
Plant, Chlorination at 


Chlorination : 
Breakpoint 
Chicago Filter Plant 
Control--Automatic of Sew. Chlor. 

Chlorination at Chicago's South Distr. 
Filtration Plant 

Chlorine-Ammonia Treatment of 
Transmission Mains 

Chlorine Dioxide, 
of 

Chlorine Institute 


Sporicidal Properties 
Celebrates 25th An- 
niversary 
Chlorine Residual 
Amperometric Titration .. 

Chlorine Tank Cars Are Not Rubber- 
Lined (A Correction) 

Cincinnati Provides Funds 
age Treatment 

Circulation Type Hot Water Heat Ex- 
changers for Digestion Tank Heat- 
ing, Forced 

Clark, Lloyd Is Not Jerome Svore 

Cleaning of Pipelines With Hydraulic 
and Power Methods 

Cleary, E. J. Appointed Executive Di- 
rector of Ohio River Valley Sani- 
tation Commission 


Determination by 


for Sew- 


Coal Sizes Apri. 

Collection and Tre -atment System, Al- 
legheny County Completes Pre- 
liminary Plans for 

Combination Water and Gas Well April 


Combined Water and Sewage Manage- 
ment Effective, Small City 

Comprehensive Water Supply 
Sewerage Systems, Puerto 
Providing 

Compressed Air Keeps Valves Clean 

Compressed Air Power Found Ideal in 
Hydrant and Valve Manufacture 

Construction Costs Lowered by Under- 
draining Subsoil Reservoir 


and 


Rico 


Consumption Effects on “Accounted- 
for Water,” Industrial 

Control, Algae 

Control by Threshold Treatment, Cor- 
rosion 

Control of Raw Sewage Chlorination, 
Automatic 


Control Program for ‘New York State, 
a Workable Pollution 
Construction Forecast for ‘49 
Control Corrosion by the Use of Lime 
Convention of Conventions—An Edi- 
torial 
Conventions : 
Alabama Water and Sewage Assn. 


4th Annual Meeting 

Ala.-Miss. Section Ist Annual 
Convention 

Arkansas Water and Sewage Con- 
ference 

Arkansas Water and Sewer Short 
School 


A.S.C.E. Sanitary Engineering Di- 
vision Meeting in New York 

A.S.W.W.A.’s Spring Meeting 

A.W.W.A. Board Actions 

A.W.W.A. Chicago Convention 

243, 295, 

Canadian Institute on Sewage and 
Sanitation, 15th Annual Con- 
vention 

Chlorine Institute Celebrates 25th 
Anniversary 

Florida Pub. Health Conf. 

Florida S.W.A. 7th Meeting 

Florida 17th Short Course 

F.S.W.A.—1948 Meeting Rep. 

F.S.W.A. Boston Meeting—’49 

Illinois Sew. Treat. Works Opera- 


tors’ 13th Meeting 
Indiana Regional Water Works 
Meeting 


Indiana Sect. 41st Annual “Meeting 
lowa Sew. Wks. Assn. 3lst Meet- 
ing 





332, 33 


April 


Jan. 


-Mar. 


3, 


184 
305 


133 
234 
325 
243 
161 
415 
161 
267 


161 


64 
84A 


155 


82A 


439 


422 
82A 


103 


359 
81A 
217 
83A 
149 
218 


91 


341 


121 


406 
406 


, 449 


&0 


406 
309 


482 


Maine Water Utilities Association 


Mid-Winter Meeting ........... 130 
Mich. School of Pub. Health ln» 
service Course .. : 212 
Nat. Council for Stveeme agueee 
ment Lis 140 
N.E.W.W.A.’s December ('48) 
Meeting 78 
N.E.W.W.A. 68th Anuusl Conven- 
tion i 407 
N. J. Section Mid-Winter Meeting 138 
N.J.S.W.A. 34th Meeting Mar. 80A, 235 
No. Carolina Short School 418 
Northeaster Ohio Conference on 
Sewage Treatment ; 389 
Northwestern Ill. Water Opera- 
tors’ Conf. Sept. 100A 
N.Y.S.S.W.A. 21st Meeting 105 
N.Y. State Sewage Works Assn. 
Spring Meeting 316 
Pacific-Northwest Meetings in 
Bellingham, Wash. 284 
Pennsylvania Section First An- 
nual Meeting 475 
Penna. Sew. and Ind. Wastes 
Assn. Meeting 488 
Penna. Water Works Operators’ 
Assn. Annual Conference 443 
Penna. Water Works School, First i9 
Penna Water Works School, Sec- 
ond ‘ 395 
Purdue 4th Ind. Waste Conf. 21 
Rocky Mountain Section 17 
Texas 3lst Water and Sewage 
Short School 137 
Univ. of Mich. Public Health 
Course 124 
Virginia Section A.W.W.A. 11 
Westchester Water Works Confer- 
ence and Outing 424 
W.Va.S.E.1.W.A. Sept. Meeting 304 
Cork Kinks That Save Time and 

Money Feb. 90A 
Corrections : 

To Page 5 104 

To Page 119 242 

To Page 133 234 

To Page 149 234 

To Page 328 428 
Correlation and Hydrologic Interpreta- 

tation of the Water Analyses, Geo- 

logic 67 
Corrosion, Cathodic Protection Against 

aaa 175, 177 

Corrosion Control by the Use of Lime 94 
Corrosion Control by Threshold Treat- 

ment ‘ 339 
Corrosion Short Course 308 
Corrugated Pipe, Exploded Sewer 

Quickly Repaired With 362 
Cost of New York’s Dept. of Water 

Supply gas and Electricity Up 40 

Per Cent . 455 
Costs Lowered by Underdraining Sub- 

soil, Reservoir Construction. 103 
Counter Irritant, Air Conditioning 219 
Critchlow Heads N.J. Water Policy 

Commission - 257 
Cross-connection Story —1949 259 

D 

Data on Illinois Sewage Works Feb. 90A 
Data on Ill. Public Water Supplies 116 
Dappert, A. F., Appointed Exec. Secy. 

N.Y. State Water Pollution Con- 

trol Bd. 380 
Deaths: 

Albright, Chester E. 168 

Beckett, R. C. 54 

Brown, Herbert H. 96 

Fales, Almon L. 380 

Frame, Paul July 84A 

Goudey, Ray F......... 74 

Johnson, W. Scott 181 

Morse, W. Chester 414 
Rath, Henry 255 
Design, Operation and Maintenance of 

Small Sewage Works ‘ 365 
Determination of First-Stage Oxygen 

Demand 317 
Determinations, Tonnin Interference 

in D.O. 240 
Detroit Water Supply Reservoir 103 
Developments in Sewage and Indus- 

trial Wastes in 1948 43 


Developments in 


Devendorf, Earl, 
Diffuser Plates Cleaned by Oxy-Acety- 


Digesters, 
Digestion of Sewage Sludge. 

143, 195, 27 1, 355, 
Digestion Tank Heating With Exter- 


Effects on “Accounted-for Water,” 


Works 


the Water 
Field During 1948 


Succeeds Risiuseniet.. 


lene Flames 


Diffusion System, a Reservoir 


Digging With a “Hydro Crane,”" We 
Do Our 
Unique Sludge 


nal Exchangers 


Digestion Tank Loading 
Directory of State Sanitary Bastncess 
Disposal of Waste, an Introduction to 


the Micro-Biological Utilization 
and 

Distribution System Exte nsions, Fi- 
nancing : ” 

D.O. Determinations, Tonnin Iinterfer- 
ence in 

Doodle Bugging Replaces the Diving 
Rod Apr. 

Dorr Co. Film 

Dorr, John V. N., Moves to ‘Chairman- 
ship of the Dorr Co. Board 

Drainage Basin Compacts in the U.S 

Drought, an Ominous ‘ 

Dunstan, G. H., Joins U.S. P.H.S. in 


Alaska 


E 


Easily Identify Any Key in the Dark...Mar. 
Ecusta’s Modern Filter Plant 

Editoriols 
Effect of Scavenger Waste on Activat- 


42, 84, 160, 204, 278, 324, 


ed Sludge 


Effects of Sewage Quality and Condi- 


tion Upon Plant Operation and 
Efficiency ‘ 
In- 
dustrial Consumption 


Effluents, Industrial Use of Sewage a 
Eighty-nine 


More Indiana Communi- 
ties to Spend $47,000,000 on Sew- 
age Treatment 


Eliassen Replaced by Ingram at M.LT. 
Eliassen, Rolf, Heads M.I.T. Sanitary 


Engineering Dept. 


Emergency Procedure .... 
Equipment, Cathodic Protection 
Equipment News: 


Adapters for Meters (Ford Meter 
Box G) ..May 
Alkalinity Test Paper (LaMotte) Dec. 


Analytical Balance (Fischer Scien- 


tific) Oct. 
Asbestos Cement Pipe Cutter (H. 
D. Fowler) . a .... Apr. 
Belting, Vee Ply (Worthington 
Pump & Mach.)......... = ...Oct. 
Boring Machine (Lube Jack). Oct. 
Boring Tools, Horizontal (Howell 
Utility Tool Ce.) Mar. 
Buffer Solutions (Leeds & North- 
up) . ; .-..-Dee. 
Calculator, Hydro- Pneumatic 
Tank : ... Sept. 
Caleulator, Tank Capacity ..Nov. 
Cathodic Protection (Ind. Elec- 
tronics & Transformer).. ae 
Check Valve, Silent ( Williams 
Gauge Co.) ...... ...Sept. 
Chemical Dry Feeder (W. & T.)...Sept. | 
Chemical Feeder Pumps, Propor- 
tional (Lapp Insulator)........ .. Dec. 
Chlorameter (Paulsen Develop- 
ment Corp.) . woses-+-- MMP. 
Chliorinator (Fischer & Porter) ....Apr. 
Chlorinator (Paddock Engineer- 
ing) . : ar 
Chlorine Feeder (Builders Provi- 
RT: .......J une 
Chlorine Feeder (Builders—Prov.). Aug. 


Chlorine Feeder Gravimetric 

( Builders— Providence) — 
Chlorine Recorder, Residual (W. 

& T.) iostaiiecaaaeenel 
Chlorine Safety “Wall ‘Chart Mar. 
Clamp, Low Pressure (Flexible 

Tubing Corp.) .. a = 
Colorimeter, Photoelectric ; Photo- 

volt Corp.) oueee Feb. 
Comminutor (Worthington Pump 

& Mach.) ..May 


364, 448, 


28 
447 
419 


117 
148 
425 

85 


425 
199 


86A 
249 
494 


398 


429 


393 


174 
283 


330 
177 


134A 
98A 


114A 


93A 
92A 


103A 


86A 
94A 


105A 


131A 
88A 


87A 
104A 


124A 





ees em 


aa 











2 


19 


BH 
25 
D9 


65 


40 


85 


A 
49 
94 


83 
330 


(77 


4A 
8A 


6A 
4A 


4A 


IZA 
2A 


3A 


86A 
4A 


05A 


31A 
R8A 


S7A 


04A 


24A 








Compression Distillation A. D. 
Little) : . ..Dec. 





96A 


Condensation Drip Stop (Mortell). May 130A 


Control Instruments, Air Operated 


(Bristol Co.) DicciteehiR@htnabconie Nov. 
Corrosion Inhibitor (Rotometals, 

} -  eenene: ; sled Jan. 
Corrosion Prevention “(W. H. & 

L. D. Betz) ; June 
Decanting Gear for Water Soften- 

ers (Worthington Pump & 

)  penan Apr. 
Demineralizer, Cartridge ‘Gen Ex. 

change Products Dept.)........ Feb. 
Demineralizing Units (Belco In- 

dustrial Equip. Co.)........................May 


Diesel Engine (Fairbanks-Morse). July 
Digger, Versatile Power (Sherman 
ID -sniiinietsinchonintiens Dec. 
Digester, Dorr MA Gees Co.) ) Dec. 
Ejectopump (Schutte & Koerting). July 


Electrical Outlet Strip, Multiple 
(Eberbach & Son) Nov. 
Emergency Lighting System 
Elect. Cord. Co.) Apr. 
Engine, Light Weight Gas Aug. 
Exchanger, Cation (Resinous 
Products) . Oct. 


Extension Light (Neoline, Inc.) Jan. 

Feed Water Control (J. A. Camp- 
bell Co.) 

Ferric Chloride (Dow Chemical) 

Ferric Sulfate (Stauffer Chemical 


Mar. 
July 


ae Mar. 
Filter Cloth, Nylon (Filtration 
Engrs., Inc.) Jan. 
Filter Cloth, Plastic (Filtration 
Engr.) _ May 
Filter, Coil Spring Vacuum (Kom- 
bir-Sanderson) ...Mar. 
Flex-Valves (Flexible Valve 


Corp.) Oct. 


Flow Guide (Fischer & Porter) June 
Gas Hazard Warning (M.S.A.) Mar 
Gasketing, Chrome Lock Protec- 
tive (Prod. Research Co.) Aug. 
Gaskets, Large Rubber (Northrope 
Co.) June 
Generator, Packaged (Elect. Mach. 
Mfg. Co.) : .... Jan. 


Hack Saw, Portable Power (Pro- 


ducers & Dist.) ‘ ; Sept. 
Heat Exchanger (Dorr Co.).. Apr. 
Hoist, Portable (Lincoln Precision 

Mach. Co.) May 
Hydrant Marker (American Metal 

Prod.) ov. 
Hydrant, Seif De-icer (Crane Co.)..Apr. 


Hydrolite Chicolate Bar Form May 
Ice & Snow Remover (Chem. Ind. 


Co.) Dec. 
Impact Nut Setter (Speed-o-Matic 

Sales, Inc.) ... . Jan. 
Jackhammer (Ingersoll-Rand) Aug. 
Mobile Communications ....Nov. 
Motor, All Angle Operation (Gen. 

Elect. Co.) é a * 


Motors, Deep Well (Westinghouse) Nov. 


Motor, Jet Pump (Gen. Elect. 
Co.) Jan. 
Motor, Verticlosed Pump (U.S. 
Electrical Motors) Feb. 
Oil Slick Control (Carbosand 
Corp.) hee ..Mar. 
Paint Maintenance .....Mar. 
Paint, Protective (Ebony Paint 
Co.) . . a Dec. 


Paving Breaker (Gardner-Denver)..Judy 
Paving Breaker, Electric (Home- 
lite Corp.) Mar. 
Paving Breaker, Portable Gasoline 
(Warsop Power & Tool Co.) May 


Pipe Bender, Portable. May 
Pipe Cutting Machine (E. H. 
Wachs Co.) July 
Pipe Saw, Abrasive (Portable-Ca- 
ble Mach. Co.) : Dec. 
Plug Valve Sept. 


Plug Valve Lubrication, Automa- 


tie (Nordstrom Valve) Oct. 
Preaeration, Sewage (Pacific 

Flush-Tank Co.)... Apr. 
Protective Coating for Pipe (Bauer 

& Black) Dec. 
Pump, Boiler Feed (Worthington 

Pump & Mach.) Apr. 
Dene », Centrifugal (Peerless Pump 


Div.) Apr. 


87A 


85A 


93A 


94A 


105A 


134A 
86A 


100A 
92A 
84A 


90A 


96A 
90A 


114A 
91A 


92A 
S6A 


88A 


R5A 


90A 
168A 
92A 
92A 


99A 


89A 


109A. 
91A 


133A 
89A 
88A 
118A 
101A 
87A 
99A 
85A 


97A 
86A 


86A 
102A 


8T7A 
90A 


101A 
R4A 


91A 


126A 
126A 


80A 


95A 
106A 


107A 
94A 
102A 
98A 


93A 


Pump, Deep Well (Byron-Jack- 
ID * sides ie cotentndnamanicatincbaton June 
Pump, Diaphragm and Plunger....Sept. 
Pump, Plunger Sludge (R. B. Car- 
GE eittieecesancenctarncacs Dec. 
Pump, Portable Self- Primice 
Centrifugal (Deming Co.)...... ... Aug. 
Pump, Self-priming (Lawrence 
Mach. & Pump) ; Apr. 
Pump, Side Suction (Avrora Pump 
Co.) , .... Nov. 
Pump, Submereiiie Sune (Reash 
Inc.) May 
Pump, Sump Sebastes Mead. May 
Pump, Turbine Type (Roy E. Roth 
| ee ae : . Jan. 
Radio Telephone Unit, Mobile 
(Federal Tel. & Rad. Corp.) Aug. 
Regulator, Volume Control (W. 
A. Kates) . Oct. 
Repair Sleeve. Bell prance Apr. 
Revolution Counter (Lee Hydrau- 
lie Co.) Apr. 
Rotameter, Multi-Flow (Brooks 
Rotometer) o— July 
Rust Prevention (Speco) Oct. 
Safety Aid Dial (Davis Emergen- 
cy Equip. Co.) Jan. 


Sampler, Automatic (Hardinge 


Co.) , Aug. 
Screening Process (Nepeco) July 
Sereen, Mechanically Cleaned 

(Amer. Well Works) Sept. 


Screen, Vibrating (Productive 
Equip Corp.) Nov. 
Sewer Cleaning Equipment (Tur- 
bine Sew. Mach.)..... Sept. 
Sewer Joint ... Oct. 
Shovel Loader (Tractomotive 
Corp.) aoiaeabhit Aug. 
Sight Glass With Valve (Worth- 
ington Pump & Mach. Corp.)... Sept. 
Slide Rule, Liquid Flow (C. J. Ma- 
jor) = ; Apr. 
Slide Rule, Log Log (Pickett & 
Eckel) Dec. 


Slide Rule, Versatile (Dall, 
Smoke Control (Brooke Engr. C 
Steam Gun (Oakite Products) 


Inc.)..June 
-). Jan. 
Mar. 


Still, Laboratory Water (Pecision 
Scientific Co.) .. Sept. 
Test Benches Aug. 


Temperature Transmitter (Taylor 


Instruments) ; ads Sept. 
Trenching Equipment (Const. 
PERG. GORBa)  -cnceciceceessss Aug. 
=e Machine (Everett Mfg. 
Co.) ; iacthsiaiasieannditanccaaceee 
Vacuum Filter, “Pilot (Filtration 
Engrs.) Oct. 
Valve, Control for Softeners Jan. 
Valve, Corrosion Resisting Plug....Dec. 
Valve, Diaphragm (Crane Co.) May 
Valve, Multiport (Beleo Ind. 
Equip. Div.) ........ ; Feb. 
Valve Operator (Crane Co. ) Sept. 
Valve, Rubber Lined Dec. 
Valve, Rubber Pinch... Nov. 
Water Hammer Arrester (Wade 
SE RR SS ee June 
Waterproofing Concrete (Haynes 
Prod. Co.) . ..Nov. 


Wedgetite Sulfur “Jointing Ma- 
terial (Electro-Chemical Supply 
& Engr.) a 
Wye and Tee Locator (Alex Ww. 
Ely) 
Eradication of ‘Sludge Flies. 
Erosion, Forecasting Reservoir Shore- 


SI vis natseutthniienttanseaueun 
European Sanittary Engineering ‘Im- 
pressions sins 
Exchangers, Tips on Back Washing 
Ion 


Expansion of Public Works 1948-49. 

Experiences With Break-Point Chlori- 
nation . en 

Exploded Sewer Quickly Repaired With 
Corrugated Pipe ..... 


Extensions, Financing, Distribution 
System 
Fales. Alman L., Dies 


Federal Bills Affect Industrial Waste 
Treatment Facilities 


Sept. 


May 


90A 
111A 


938A 


98A 


98A 


90A 


130A 
132A 


98A 


110A 
90A 


96A 


83A 
106A 


88A 


96A 
82A 


107A 
98A 


105A 
108A 


96A 
110A 
97A 
98A 
90A 
89A 
92A 


111A 
92A 


109A 
100A 
122A 
112A 
90A 
99A 
124A 
104A 
108A 
94A 
84A 
98A 


83A 


110A 


120A 
260 


415 
362 


65 


380 


340 


Federation Convention to Have 29 Ex- 
hibitors 
Federation Program lesued.. 


Federation Sew. Wks. hewn. (1948) 
RepOSt Comtimeed ........ccccccc.-sccccsesccese 

15th Annual Convention Canadian In- 
stitute on Sewage and Sanitation... 

Films and Filmstrips Available............ 

Filter Design and Maintenance, Rapid 
Sand cael 

Filter Plant Capesite, Little ‘Rock In- 
creases 
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